From: 

Sent: 

Cc: 


Clemmer, Jill (DPH) <Jill.Clemmer@state.ma.us> 

Saturday, November 13, 2010 4:34 PM 

'B. Marie Cunningham 1 ; Salemi, Charles (DPH); Corkren, Edward (DPH); 'Lawler, 
Michael (DPH)'; 'Joe Dorant' 

Subject: VOTE in MOSES Election of Officers 


Hi All: 


There are a couple of things I’d like to bring to your attention: 

1) Ballots are due postmarked by Nov. 22 nd for the MOSES Election of Officers. 

2) There is a contest for MOSES Vice President . 

Regarding these issues, please make every effort and then some to complete and 
mail the ballot that you received at home for this election, if you haven’t 
already... Thanks to those who have already mailed their ballots! (Good luck to 
those who need to find the mailing under all the Holiday catalogues...!) Also, 
VOTE FOR MARIE CUNNINGHAM for MOSES VP! Marie works 
tirelessly on our behalf — as does Joe Dorant, MOSES President. They make a 
great team for all MOSES members - and it doesn’t hurt that a DPH Rep. is 
working full-time on our behalf — our interests are solidly in the minds of Marie 
and Joe, and everyone they speak with. 

Please make an extra effort this week to find your ballot, complete it and mail it! 
Thank you! 


You can find election info at the MOSES website, using this link, 



Please contact me if you have any questions on this or other union-related issues. 


Jill Clemmer 
Laboratory Supervisor 
Environmental Chemistry Laboratory 
Massachusetts DPH 

William A. Hinton State Laboratory Institute 
305 South St., room 309 
Jamaica Plain, MA 02130 
617-983-6657 
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617-983-6662 FAX 
website: www.mass.gov/dph 
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